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CONEIDENTIAL OECD PARIS 18416 

EXCON 

E.O. 11652: XGDSl 

TAGS: ESTC, COCOM, ENRG, GW, UR 

SUBJECT: GERMAN 1300 MW NUCLEAR POWER PLANT AND NATURAL 
URANIUM TO USSR - AEL 1 AND 36, IE 1565 

REF: COCOM (74) 1859 

1 . GERMAN DEL HAS ASKED ABOUT STATUS OE THIS CASE, RE- 
EERRING WITHOUT ELABORATION TO "BILATERAL DISCUSSIONS." 

2. ACTION REQUESTED: STATUS REPORT ON THE CASE EOR IN- 
EORMATION OF GERMAN DEL. 
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